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Message Text 

CONFIDENTIAL 

PAGE 01 SANTIA 03488 282300Z 
ACTION SY-05 

INEO OCT-OI ARA-06 ISO-00 OC-06 CCO-00 OCL-00 /0I8W 

290827Z 037252/22 

R28I850Z APR77 
PM AMEMBASSY SANTIAGO 
TO SECSTATE WASHDC 4574 
INEO AMCONSUL RIO DE JANEIRO 
AMEMBASSY PANAMA 

CONPIDENTIAL SANTIAGO 3488 

DEPT FOR A/SY/OPS/T, RIO FOR TSO, PANAMA FOR RTC FROM WHITE 

E.O. 1 1652: GDS 

TAGS: ASEC ACOM 

SUBJECT: CCC PHYSICAL SECURITY 

REF: A) STATE 53165; B) SANTIAGO 1563, C) SANTIAGO 2485 

1. TCU TECHNICIANS ON RECENT VISIT TO PLAN SKYLINK 
INSTALLATION INPORMED CRO THAT C&R AREA MUST BE BROUGHT 
UP TO VAULT STANDARDS. THIS INCLUDES CLOSING OP EX- 
ISTING WINDOW WITH MASONRY AND INSTALLATION OP CLASS 6 
VAULT DOOR IN ORDER THAT SKYLINK TELEPHONE BOOTH MAY 
BE IN THIS AREA. 

2. RSO HAS ADVISED THAT POST HAS IN STOCK A CLASS 6 
VAULT DOOR INTENDED POR INSTALLATION ON ENTRANCE TO 
C&R NOW EQUIPPED WITH MOSLER PS-32 DOOR. 

3. EXISTING WALL BETWEEN C&R AND HALLWAY AND BETWEEN 
C&R AND CONFERENCE ROOM APPEAR TO BE THE SAME AS 
OTHER INTERIOR BUILDING WALLS AND PROBABLY DO NOT 
MEET VAULT STANDARDS. 

4. THIS OPPICER NOT CARRYING NECESSARY EQUIPMENT 
CONPIDENTIAL 

CONPIDENTIAL 

PAGE 02 SANTIA 03488 282300Z 

TO MAKE EXPLORATORY EXAMINATION OP EXISTING WALLS. 

I HAVE SUGGESTED TO RSO THAT A LOCAL CONTRACTOR 
BE EMPLOYED TO ATTEMPT TO PENETRATE WALL WITH 8" 

SQUARE HOLE ADJACENT TO EXISTING DOOR TO DETERMINE 
CONSTRUCTION. 

5. REQUEST A/SY/OPS/T ADVISE RSO IF C&R AREA 
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MUST MEET VAULT STANDARDS EOR INCORPORATION OF SKYLINK 
TELEPHONE BOOTH OR CAN INSTRUMENT BE REMOVED TO 
ANOTHER VAULT FOR AFTER-HOURS STORAGE? 

6. RSO AND THIS OFFICER FEEL THAT REPLACEMENT OF 
EXISTING MOSLER ES-32 DOOR WITH CLASS 6 IS NOT AP- 
PROPRIATE UNLESS ADJOINING WALLS ARE COMMENSURATE 
WITH THE NEW DOOR'S SECURITY. 

7. RTC PANAMA PREPARED TO PROVIDE SEABEES FOR NEW 
DOOR INSTALLATION AND TELEPHONE BOOTH CONSTRUCTION. 
HOWEVER, IF REBUILDING OF WALLS IS REQUIRED, IT 

SHOULD BE DONE UNDER LOCAL CONTRACT WITH CONSEC SEABEES 
ASSIGNED. 

POPPER 


CONFIDENTIAL 


NNN 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 28-Apr-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977SANTIA03488 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Expiration: 

Film Number: D7701 50-0039 

Format: TEL 
From: SANTIAGO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1977049/aaaaahbx.tel 

Line Count: 77 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 7c5f79aa-c288-dd11-92da-001cc4696bcc 
Office: ACTION SY 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 

Reference: 77 STATE 53165, 77 SANTIAGO 1563, 77 SANTIAGO 2485 

Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 02-Dec-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2902670 
Secure: OPEN 
Status: NATIVE 

Subject: CCC PHYSICAL SECURITY 
TAGS: ASEC, ACOM 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/7c5f79aa-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



